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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 033002 
ORIGIN ERDA-07 

INFO OCT-01 10-13 ISO-OO OES-06 ACDA-10 TRSE-00 FEA-01 
CIAE-00 INR-07 L-03 NSAE-00 NSC-05 EB-08 NRC-07 
DODE-OO /068 R 

DRAFTED BY USERDA:AIA:JEAMMONS:GLS 

APPROVED BY OES/NET:DHOYLE 

USERDA/AIA/RNSLAWSON 

IO/SCT:FLANCETTI 

OES/NET/RD/V ADLER 

ACDA: L GALLINI 

ACDA: L GALLINI 

150259Z 037911 /62 

R 141924Z FEB 77 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 033002 

E.O. 11652: N/A 

TAGS: IAEA, EAID, TECH, US 

SUBJECT: ADDITIONAL EQUIPMENT GRANTS TO IAEA FOR 1976 

REF: (A) IAEA VIENNA 10503; (B) SLAWSON TO WILLIAMSON 
TWX, DTD. 12/30/76 

1 . THIS WILL CONFIRM FOR RECORD, AS MISSION WAS INITIALLY 
ADVISED BY REF. B, THAT MISSION IS AUTHORIZED TO EXTEND 
FORMAL U.S. OFFER TO IAEA TO PROVIDE ADDITIONAL EQUIPMENT 
AS RECOMMENDED PARA. 6, REF. A FROM 1976 CONTRIBUTIONS-IN- 
KIND WHEREBY EQUIPMENT MAY BE MADE AVAILABLE TO APPROVED 
PROJECTS UNDER THE AGENCY’S APPROVED 1976 TECHNICAL 
ASSISTANCE PROGRAM AND TO THE AGENCY'S LABORATORIES 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 033002 

ESTIMATED TOTAL VALUE OF THESE NINE ITEMS IS DOLS 
90,000. 

2. THE ADDITIONAL ITEMS OF EQUIPMENT WILL BE PROVIDED IN 
THE FOLLOWING ORDER OF PRIORITY, WITH DELETIONS BEING 
MADE FROM THE BOTTOM OF THE LIST OF SUFFICIENT FUNDS ARE 
FOUND NOT AVAILABLE AFTER FIRM COST QUOTATIONS ARE 
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OBTAINED: GUATEMALA (RADIOIMMUNOASSAY) - DOLS 30,000; 
CYPRUS (RADIOISOTOPES IN AGRICULTURE) - DOLS 12,000; 
TURKEY (RADIOISOTOPES IN MEDICINE) - DOLS 8,000; 

MONACO LABORATORY LOW LEVEL BETA COUNTER - DOLS 6,000 
AND FREEZE DRYING EQUIPMENT - DOLS 4,000; SEIBERSDORF 
LABORATORY - PHYTOTRON - DOLS 10,000; RATIOMETER - 
DOLS 6,000, GERMANIUM INTRENSIC DETECTOR - DOLS 10,000, 
AMPLIFIER - DOLS 1,100. 

3. IN THE EVENT, FUNDS REMAIN FROM THE DOLS 90,000 
AVAILABLE AFTER PURCHASE OF ABOVE EQUIPMENT, U.S. WILL 
USE REMAINING FUNDS TO PURCHASE ADDITIONAL ITEMS OF 
EQUIPMENT OUTLINED PARA. 2, REF. A. 

VANCE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, TECHNICAL ASSISTANCE GRANTS, NUCLEAR RESEARCH 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 14-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE033002 

Document Source: CORE 

Document Unique ID: 00 

Drafter: AIA:JEAMMONS:GLS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770052-1026 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770243/aaaabmkt.tel 

Line Count: 77 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 8955cec6-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN ERDA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 IAEA VIENNA 1 0503 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29-Oct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3326679 
Secure: OPEN 
Status: NATIVE 

Subject: ADDITIONAL EQUIPMENT GRANTS TO IAEA FOR 1976 
TAGS: EAID, TECH, US, IAEA 
To: IAEA VIENNA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/8955cec6-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
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EO Systematic Review 
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